The  Maguire  Memorial  Carillon  Tower 
The  First  Presbyterian  Church 
Stamford,  Connecticut 

Contains    the    Nestl^-Muller   Carillon  bells. 


.0 


Color  Photo  by  Ryan 


153057 


PLACE 
STAMP 
HERE 


POST  CARD 

Address 


